DESCENDANTS OF LEWIS OSBORNE HALSTEAD 


Don Norman 


1.LEWIS OSBORNE HALSTEAD 


Lewis Osborne Halstead was born about 1860. He married Priscilla 
Wood. 


Known children of Lewis Osborne and Priscilla (Wood) Halstead. 


2 (1). Lewis Allen b.jan 3 1884 d.Feb 1967 
m.Ocie Pearl Underwood 


2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORNE HALSTEAD 


Lewis Allen Halstead, a son of Lewis Osborne and Priscilla (Wood) 
Halstead, was born January 3, 1884 and died in February 1967. He 
married Ocie Pearl Underwood. Pearl, a daughter of James and Evalina 
(Shaffer) Underwood, was born February 17, 1887 and died August 1, 
1963. 


Children of Lewis Allen and Ocie Pearl (Underwood) Halstead. 


3% (1). Della may b.Aug 16 1909 
m.Aaron Smith 
m.Ben Chapman 


4, (2). Cecil b.May 22 1913 
m.Sarah Rachel Legg 


oe (3). Leroy Burton b.Jan 11 1915 d.Jun 26 1943 
m.Violet Hensley 


6. (4). Otis Arthur b.Jan 3 1917 
m.Drusilla Hiser 


7. (5). Lewis Eddie b.Apr 11 1919 
m.Ruby Raleigh 


Br (6). Ira Watson b.Jan 25 1921 d.Jul 13 1931 


9: (7). Minnie Evelyn b.Mar 12 1923 
m.Clifton Champe 
m.Allroe Thomas 


10. (8). James Oscar b.Jun 14 1925 
m.Juanita Hess 


11. (9). Reba Love b.May 17 1928 
m.Herbert Shaffer 


12. (10). Emma Jane b.Apr 5 1931 
m.Mark Osborne 


Gl 


3.DELLA MAY HALSTEAD 2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORN 
HALSTEAD 


Della May Halstead, a daughter of Lewis Allen and Ocie Pearl 
(Underwood) Halstead, was born August 16 1909. She married Aaron 
Smith. Her second husband was Ben Chapman. 


Children of Aaron and Della May (Halstead) Smith. 


13. (1). Pearl 
m.Harold "Bud" Kessler 


14. (2). Virgie 
m.Luther Deitz 


TDi (3). Randall 
m.Ginny Elkins 


16. (4). Shirley 
m.Emory "Pete" Bailes 


4.CECIL HALSTEAD 2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORNE HALSTEAD 


r 


Cecil Halstead, a son of Lewis Allen and Ocie Pearl (Underwood) 
Halstead, was born may 22, 1913. He married Sarah Rachel Legg. 


Children of Cecil and Sarah Rachel (Legg) Halstead. 


Ly: (1). Cecil Delbert 
m.Deborah Taylor 


18.5 (2). Carol Annis 
m.Terry Crawford 


19, (3). Joan Frances 
m.Tom Johnson 
m.Bob Hickman 


20. (4). Lewis Augustus 
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5.LEROY BURTON HALSTI 
HALSTEAD 


.-LEWIS ALLEN HALSTEAD 1.LEWIS OSBORN 


Gl 


Leroy Burton Halstead, a son of Lewis Allen and Ocie Pearl 
(Underwood) Halstead, was born January 11, 1915 and died June 26, 1943. 
He married Violet Hensley. 


Children of Leroy Burton and Violet (Hensley) Halstead. 


21x (1). Priscilla Jane 
22. (2). Josephine 
23:5 (3). Lewis 
24. (4). Mary 
6.OTIS ARTHUR HALSTEAD 2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORNE 
HALSTEAD 
Otis Arthur Halstead, a son of Lewis Allen and Ocie Pearl 


(Underwood) Halstead, was born January 3, 1917. He married Drusilla 
Hiser. 


Children of Otis Arthur and Drusilla (Hiser) Halstead. 


25% (1). Henry Allen 
26. (2). Terry Lee 
Ors (3). Sandra Kay 
283. (4). David Arthur 


m.Barbara ------~- 


7.LEWIS EDDIE HALSTEAD 2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORN 
HALSTEAD 


Gl 


Lewis Eddie Halstead, a son of Lewis Allen and Ocie Pearl 
(Underwood) 
Halstead, was born April 11, 1919. He married Ruby Raleigh. 


Children of Lewis Eddie and Ruby (Raleigh) Halstead. 


29. (1). James 
m.Judy ----- 
30. (2). David Lee 


m.Sandra ---- 


SS ailiee (3). Deborah Jean 
m.Mike Holowchik 


9.MINNIE EVELYN HALSTEAD 2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORN 
HALSTEAD 


Gl 


Minnie Evelyn halstead, a daughter of Lewis Allen and Ocie Pearl 
(Underwood) Halstead, was born March 12, 1923. She married Clifton 
Champe. Clifton, a son Children of John Lewis and Rose (Boley) 
Champe, died October 7 1970. 

Minnie married Allroe Thomas after Clifton died. 


Children of Clifton and Minnie Evelyn (Halstead) Champe. 


32. (1). Margie 
m.Roger Hanna 


33% (2). Nancy Jane 
m.James Greer 


10.JAMES OSCAR HALSTEAD 2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORN 
HALSTEAD 


Gl 


James Oscar halstead, a son of Lewis Allen and Ocie Pearl 
(Underwood) Halstead, was born June 14, 1925. He married Juanita Hess. 


Children of James Oscar and Juanita (Hess) Halstead. 


34. (1). William Oscar 
m.Janet pauley 


30is (2). Connie Jean 
m.Lee Samples 


36. (3). Eddie Homer 

37. (4). Ocie Pearl 

38. (5). Billy Joe 

39. (6). Lewis 

40. (7). Francis 

11.REBA HOVE HALSTEAD 2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORNE 
HALSTEAD 


Reba Love Halstead, a daughter of Lewis Allen and Ocie Pearl 
(Underwood) Halstead, was born May 17, 1928. She married Herbert 


Shaffer. 


Children of Herbert and Reba Love 


41. 


42. 


Children of Mark and Emma Jane 


44, 


18.CAROL ANNIS HALSTEAD 4.CECIL 
1.LEWIS OSBORNE 


Carol Annis Hals 


(LT), 


(2). 


(3). 


EAD 


Emma Jane hals 
(Underwood) 
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(Halstead) Shaffer. 


Linda Jean 
m.Doug Spencer 


Joseph Herbert 
m.Ann Williams 


James Lanty 
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EF HALSTEAD 2.LEWIS ALLEN HALSTEAD 1.LEWIS OSBORN 


GI 


tead, 
Halstead, 


a daughter of Lewis Allen and Ocie Pearl 
was born April 5, 1931. She married Mark Osborne. 


(Halstead) Osborne. 


Mark II 


m.Louise Worledge 


Deborah Lynn 


m.Larry Matthews 


Susan Jane 


m.Stuart Stover 


HALSTEAD 2.LEWIS ALLEN HALSTEAD 


HALSTEAD 


tead, a son of Cecil and Sarah Rachel 


(Legg) 


Halstead, married Terry Crawford. 


Children of Carol Annis and Terry 


47. 


48. 


49. 


19, .JOAN FRANCES 


1.LEWIS OSBORN 


Hals 


Children of Bob and Joan Frances 


28.DAVID ARTHUR HALSTEAD 


HALST! 


David Arthur Hals 
Halstead, married Barbara 


(L):¢ 
(2). 


(3). 


Joan Frances 
tead, married Tom Johnson. 


KAD 


(Crawford) halstead. 
Matthew Kent 


Rachel Jeannine 


Ivan Andrew 


r 


HALSTEAD 4.CECIL 


HALSTEAD 2.LEWIS ALLEN HALSTEAD 


CI 


HALSTEAD 


Halstead, a daughter of Cecil and Sarah Rachel (Legg) 


Her second husband is Bob Hickman. 


(Halstead) Hickman. 


Emily Christina 


Erin Leigh 


Daniel Robert 


6.OTIS ARTHUR HALSTEAD 2.LEWIS ALLEN 
HALS TEAD 


1.LEWIS OSBORNE 


a son of Otis Arthur and Drusilla 


tead, (Hiser), 


Known children of David Arthur and Barbara Halstead. 


B33 (1). Alicia 


29.JAMES HALSTEAD 7.LEWIS EDDIE HALSTEAD 2.LEWIS ALLEN HALSTEAD 
1.LEWIS OSBORNE HALSTEAD 


James Halstead, a son of Lewis Eddie and Ruby (Raleigh) Halstead, 
married Judy ------ 3 


Children of James and Judy Halstead. 


54. (1). Adam 

Do (2). Jennifer 
30.DAVID LEE HALSTEAD 7.LEWIS EDDIE HALSTEAD 2.LEWIS ALLEN 
HALSTEAD 1.LEWIS OSBORNE HALSTEAD 


David Lee Halstead, a son of Lewis Eddie and Ruby (Raleigh) 
Halstead, married Sandra ----- 3 


Known children of David Lee and Sandra Halstead. 


56. (1). Justin 
31.DEBORAH JEAN HALSTEAD 7.LEWIS EDDIE HALSTEAD 2.LEWIS ALLEN 
HALSTEAD 1.LEWIS OSBORNE HALSTEAD 


Deborah Jean Halstead, a daughter of Lewis Eddie and Ruby (Raleigh) 
Halstead, married Mike Holowchik. 


Children of Mike and Deborah Jean (Halstead) Holowchik. 


one (1). John Michael 
35.CONNIE JEAN HALSTEAD 10.JAMES OSCAR HALSTEAD 2.LEWIS ALLEN 
HALSTEAD 1.LEWIS OSBORNE HALSTEAD 


Connie Jean Halstead, a daughter of James Oscar and Juanita (Hess) 
Halstead, married Lee Samples. 


Known children of Lee and Connie Jean (Halstead) Samples. 
DOs (1). Gary 
BIBLIOGRAPHY: 


"Nicholas County WV History 1985" p. 212 
Norman, Don, "Descendants of Charles Champe" 


